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to the action of a rapidly revolving fan, Fig. 229, into which water
is injected, the removal of the dust being due to centrifugal force.

FIG. 228.   SCRUBBER FILLING.

The dust particles are thrown against the water covered surface of
the interior of the housing. This surface is kept covered with a
water film by a spray which fills the interior of the fan at all times.

FIG. 229.   BUFFALO GAS CLEANSING FAN.
An effective method for removing solids from gases is the appli-
cation of a fine spray of water whereby the dust is precipitated.